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SUMMARY 


Measurements have been made in the wake of a semispan NACA 0015 airfoil with emphasis 
on the region of the wing tip vortex. The spanwise and streamwise velocity components were 
measured using a two-component laser Doppler velocimeter. The purpose of the study was to 
initiate the operation of a laser velocimeter system and to perform preliminary wake measurements 
in preparation for a more extensive study of the structure and near-field development of a tip 
vortex. 


NOMENCLATURE 


oo vortex core radius 
6 full span length 
Cjv normal force coefficient 
c airfoil chord length 
Rce Reynolds number, Voocfu 

r axisymmetric vortex radial coordinate 
t time 

Vx streamwise velocity component 
Vy spanwise velocity component 
Vs vortex tangential velocity 
V time averaged velocity 
Foo flow velocity in wind tunnel test section 
t;2 spanwise Reynolds stress component 
X streamwise coordinate 
y spanwise coordinate 
z normal coordinate 

z' normal coordinate with origin at the vortex center 
a angle of attack 
6 fringe spacing 

To large radius vortex circulation 
Fv vortex circulation, 2'KrVs 



Fu> bound circulation on wing 
a standard deviation 
6 vortex tangential coordinate 


INTRODUCTION 

Velocity measurements in the wake of a semispan wing using laser velocimetry are presented. 
As a precursor to a more thorough tip-vortex investigation, the purpose of the study was: 

1. To evaluate a laser Doppler velocimeter (LDV), featuring a traversing lens for beam focusing 
and backscatter collection, as a viable means of velocity measurement in the U.S. Army 
Aerouightdynamics Directorate 7- by 10-Foot Wind Tunnel, and to determine any equipment 
modifications required for better LDV performance in this facility. 

2. To make early meeisurements of the vortex generated from an available semispan wing to 
determine the experimental procedures necessary to yield the most accurate and useful data 
on the tip vortex of a future model. 

The study of the tip vortex is of interest to the helicopter industry in connection with 
rotor-blade vortex interactions, which are suspected of causing unwanted noise and vibrations. 
A proper study of the rotor-blade vortex interaction problem requires an understanding of the 
vortex characteristics. Since rotor-blade vortex interaction studies are commonly performed in 
ground facilities (wind tunnels and water tunnels) using scaled models, extrapolation of these test 
results to the full-scale rotor requires the proper scaling analyses. Unfortunately, these scaling 
laws are not obvious because the vortex formation process is not thoroughly understood. The 
purpose of this study and future studies is to clarify the tip vortex formation process and to 
determine the proper scaling laws for better rotor-fiow predictions. 

The tip vortex has been shown by Tung et al. (ref. 1) to consist of four fiow regions in a 
plane normal to the vortex axis (fig. 1(a)). Proceeding outward from the center, these regions 
are described as: (1) the viscous core, where the fiow exhibits a laminar behavior (refs. 1 and 2) 
and rotates as a solid body; (2) the turbulent mixing region, where the fiow obtains its maximum 
rotational velocity and circulation is a logarithmic function of radius; (3) the transition region, 
which lies between the turbulent mixing region and the inviscid, irrotational region; and (4) the 
inviscid, irrotational region, where the circulation is constant. These four regions remain distinct 
as the vortex ages, although the physical size and characteristics may vary. 

The aging of the vortex can be divided into three distinct regions along the vortex axis, as 
observed by Ciffone and Orloff (ref. 3) (fig. 1(b)): (1) the development region, which extends 
from the wingtip to typically a few span lengths downstream where essentially all of the vorticity 
generated by the semispan wing has fully rolled up into a single vortex; (2) the plateau region, 
which extends for some distance (typically more than 20 span lengths) downstream, and in which 
the fully rolled-up vortex decays slowly; and (3) the decay region, which begins at the point where 
the vortex decays as the square root of downstream distance (ref. 4). 

The present study will address the vortex structure in the development region and compare 
the results with previous experimental studies. Analogies will be made with the fully rolled-up 
vortex for which extensive analytical studies are available. 
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DESCRIPTION OF THE EXPERIMENT 
Test Facility 

The experiment was conducted in the U.S. Army Aeroflightdynamics Directorate 7- by 10- 
Foot Subsonic Wind Tunnel No. 2. Figure 2 shows the relative positions of the LDV and semispan 
airfoil in the wind tunnel test section. The airfoil used in the experiment was a NACA 0015 with 
a square tip, a chord of 0.457 m, and a half-span (6/2) of 1.143 m. This is the same wing used by 
Spivey and Morehouse (ref. 5), Chigier and Corsiglia (ref. 6), Corsigliaet al. (ref. 2), Orloff (ref. 
8), and Orloff and Grant (ref. 7), although the span lengths may have varied slightly because of 
different mounting configurations. 

The free-stream flow velocity in the wind tunnel was measured with a Pitot-static pressure 
probe connected to a pressure transducer. These pressure measurements were recorded about 
every 30 min, although the tunnel speed varied by a few percent over a time scale of seconds. 
Long-term drift (in a time scale of minutes) also occurred. The time-averaged tunnel speed for 
each run is denoted by V^o (eq* !)• Free-stream temperature was monitored with a thermocouple 
and recorded about every 30 min. Although drifts in both tunnel velocity and temperature were 
observed, corrections to the data were considered to be of second order value in view of the 
purpose of this preliminary experiment. 


Velocimeter 

A schematic of the LDV optics configuration is shown in figure 3. The LDV is a two- 
component, two-color backscatter system. The laser is a 4-W, Argon-ion design using an etalon 
and a multiline mirror to emit approximately 1 W in each of the blue (488.0-nm) and green 
(514.5-nm) lines. The purpose of the etalon was to increase the coherence length, narrow the 
lasing bandwidth and reduce mode hopping. After separating the colors with a dispersion prism, 
the blue and green beams were split into a four-beam matrix and directed into a 3.75X beam 
expander. The set of four parallel beams exited from the beam expander at a spacing of 131 
mm and then entered a traversing apparatus consisting of two 200-mm mirrors and one 2286- 
mm focusing lens. The computer-controlled traverse device was capable of moving the focusing 
lens (and thus the measuring volume) within a 500-mm cube. The measurement- volume fringe 
spacings were determined (from calibration) to be 9.2 /nm in the spanwise direction and 8.7 /Ltm in 
the streamwise direction. The diameter of both measurement volumes, based on an e~^ intensity 
fall-off of a Gaussian beam, was calculated to be 0.30 mm and the length was similarly calculated 
to be 10 mm. One of the beams used to measure the spanwise velocity component was frequency 
shifted using a Bragg cell to resolve flow direction. 

The backscattered light was collected through the sending optics, color-separated using 
dichroic mirrors, and focused onto photomultiplier tubes. The amplified signals from the pho- 
tomultiplier tubes were down-mixed (if the corresponding beams were frequency-shifted during 
transmission) and then routed into signal processors (counters), which filtered and again amplified 
the signals and timed the Doppler cycles. The Doppler cycles were monitored for quality using 
conventional and storage oscilloscopes and a high- frequency spectrum analyzer (fig. 4). For 
each Doppler burst a 16-bit word representing the average cycle period was sent to a computer 
for disc storage and subsequent reduction. Data for the two velocity components were collected 
separately since the present hardware allowed data aquisition of only one channel at a time. 
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A portion of the window in the near wall of the test section was removed to provide a 
direct viewing path into the wind tunnel. The clear opening proved to be very valuable since it 
eliminated surface reflections, a major source of noise in the signals. Airflow through the opening 
was minimal since the pressures in the test section and the control room are nearly equal during 
steady tunnel operation. A flat-black, fire-retardant cloth attached to the far wall also helped to 
minimize noise caused by laser-beam reflections. 

The tunnel was artificially seeded with a mixture of glycerin and water that was atomized in 
a commercial nebulizer. The atomized seed material was introduced downstream of the measure- 
ment grid and was carried by the flow around the entire circuit of the closed-loop wind tunnel. 
Seeding in this fashion provided an adequate meeisurement data rate of about 100-400 parti- 
cles/sec in the free stream. The seed size was later measured with a commercial aerodynamic 
particle sizer and found to have an aerodynamic diameter of about 1-3 iim.. 

Acquisition Criteria 

The counter controls were configured so that a signal would be accepted as an authentic 
Doppler burst provided: 

1. The signal frequencies were within the range set by the bandpass filters. The filters 
were set such that the low-pass and high-pass thresholds were more than twice or less than half, 
respectively, the maximum or minimum frequencies expected in the measurements. 

2. The signal amplitude was larger than a preset threshold voltage. The signal amplification 
was set such that the data rate reached a first peak while increasing the amplification. Any 
further, small increase in amplification caused a drop in data rate, indicating noise contamination 
above the threshold voltage. Amplifying the signal even further caused the data rate to increase, 
indicating that a profusion of noise was being incorrectly accepted as suitable data. 

3. The ratio of the time for eight cycles to the time for five cycles was 8/5, to within 1%. 
The counter was set to accept only one datum per Doppler burst. 

Upon receiving an acceptable Doppler burst, the counter would then signal the computer with 
a “data ready” pulse and send a 16-bit word representing the time for 8 cycles to the computer 
via direct memory access. 

After receiving a programmed number of words (1000 selected for this study), the computer 
would calculate and display the velocity, V = 86ft, where 6 is the fringe spacing determined from 
the calibration. After transferring the data to the hard disc for future, more intensive analysis, 
the computer would signal the traverse controller to move to the next point of measurement. 
Following a wait of 2 sec to allow the traverse vibrations to damp out, the computer would begin 
accepting data. 

The final data reduction included calculations of the mean and standard deviations of the 
velocity. This velocity mean is denoted by U. A scheme to account for noise disguised as accept- 
able Doppler bursts is described later in the discussion of the results. No corrections were made 
to account for the effects on the flow-measurement accuracy of vortex meandering or velocity 
biasing caused by particle size. 
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Calibration 


The LDV requires calibration because actual values for the beam spacings and the focal 
length of the lens may be different from the nominal values supplied by the manufacturers. Also, 
hardware limitations may prevent optimum alignment of the beams, resulting in a fringe spacing 
that differs from the calculated value. 

A spinning disc was used for the LDV calibration. Several wires were mounted across 
slots in the disk. The disc was driven by an AC hysteresis-synchronous motor and was rotated at 
a constant speed with an accuracy comparable to that of the 60-Hz frequency power source. The 
LDV measuring volume was traversed a known distance from the center of the disc to a radius 
at which the wires were located (typically 50 mm ±0.1 mm.). From the known velocity at this 
point on the disc, the fringe spacing was inferred. Measurements of 1000 samples gave a standard 
deviation of less than 0.6% about the mean. 

Measurements 

All measurements were made with the airfoil set at an angle of attack of 11°, and at two 
tunnel speeds: 35.2 m/sec and 55.6 m/sec (JRcc = 1.02 x 10® and iZcc = 1.61 x 10®). The 
measurement grids were located 1.6 chords behind the trailing edge of the wing. At each point on 
the measurement grids, 1000 particles were sampled and the corresponding velocities were saved 
on a disc. The typical 550 mm by 400 mm measurement grid is shown in figure 5. The grid 
consists of both 25 mm or 50 mm segments, providing a total of 299 measurement points. The 
velocities measured were the streamwise (x) and spanwise (y) components. For this study the 
grid was located at a fixed distance of 1.6 chords behind the wing trailing edge. 


RESULTS AND DISCUSSION 
Vortex Structure 

Figure 6 shows lines of constant spanwise velocity (constant VyfVoo) plotted over the mea- 
surement grid for Rtc = 1.02 x 10®. For an ideal, axisymmetric vortex, the vortex center would 
be identified as the point of intersection of the vertical contour (Vj, = 0) and the horizontal line 
connecting the point contours for maximum |Vy|. For the present, nonideal vortex, the Vy = 0 
contour deviates from the ideal, straight, vertical line, but is still distinct in figure 6. The points 
for maximum |Vy| are more difficult to identify because of the finite size of the grid spacing, and 
unless, by chance, the grid lines cross at the location of true maximum |Vy|, an interpolation 
scheme must be used. Nevertheless, the location of the vortex center can be readily located in 
the figure with the resolution dependent on the grid spacing. The core size, defined here as the 
distance between the velocity peaks, can be similarly estimated. The outline of the projection 
of the wing (shaded area) onto the grid shows the vortex core to lie well inboard of the tip and 
about midway between the downstream projections of the leading and trailing edges. 

The vortex is clearly asymmetric. This asymmetry is likely due to the effects of the vortex 
sheet originating from along the wingspan, and is most apparent in the lower-left portion of the 
plot. Outside the core, the gradients of velocity are generally higher on the sheet (or wake) side. A 
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scarcity of data inside the core due to the relatively large grid spacing limited any detailed analysis 
of this region; however, it is sufficient to confirm that the velocity gradients are steepest here, as 
expected. The use of a finer grid (fig. 7) shows the core size to be about 40 mm (r/c = 0.088, 
or about 62% of the airfoil thickness). Note that with the 10-mm grid spacing the uncertainties 
in the estimate of the core size is about 20%, and it will be shown in figure 13 that a curve fit 
through all the data, including the coarser grid results at both Reynolds numbers, suggests a 
slightly larger core size of 46 mm. 

Figure 8 shows the spanwise velocity component contours for runs at Re^ = 1.61 x 10®. 
Comparison with the lower Reynolds number run (fig. 6) shows the vortex location, relative to 
the wing’s trailing edge, to be essentially the same. Normalizing the spanwise velocity Vy to 
the free-stream velocity Vqo S'lso appears to be the correct choice for collapsing the results to 
the same contours, and satisfies a condition for Reynolds number similarity. If the normalized 
velocities are plotted along a normal traverse line closest to the vortex center (fig. 9), the results 
collapse toward a single curve. (The terms “pressure side” and “suction side,” described in figure 
5, are used in figure 9 to emphasize the asymmetry of the vortex in the normal direction.) Figure 
9 shows that a “kink” in the velocity profile exists on the pressure side of the vortex around 
z' jc = —0.25. This behavior has been found to be quite repeatable and is believed to be due to 
the vortex sheet. The asymmetry would indicate that the vortex has not become fully developed 
at a downstream distance of 1.6 chords. 

Axial velocities F* were measured for one Reynolds number, Re^ = 1.02 x 10®, and over 
one measurement grid. The surface plot (fig. 10) shows the distribution of axial velocity to 
be relatively flat across the wake, except for the expected deficit along the shear layer in the 
shed vortex sheet. There is no evidence of either a deficit or an excess velocity in the vortex 
core (a small deviation may fall within the scatter of the data), although there appears to be a 
velocity deficit in the region immediately surrounding the core. Changes in tunnel conditions, 
especially changes in tunnel speed caused by either temperature changes or inherent unsteadiness, 
may account for most of the scatter in the results. For example, the apparent excess along the 
spanwise direction on the right edge of the plot is most likely due to a higher tunnel speed at the 
time that the 2 = 0 traverse was made. In general, the uncertainty in the data appear to be of 
the order of the axial velocity deviation. 

Turbulence and Vortex Meandering 

A major concern during measurements was the effects of vortex meandering. Vortex meander- 
ing, as evidenced from flow-visualization studies, has been reported to occur in many experiments. 
The meandering of the vortex is thought to be due to the interaction of the vortex with large 
scale turbulence in the wind tunnel flow. The vortex appears to randomly move about on a time 
scale of the order of about 1 sec, and as much as a few centimeters at the low flow speeds (less at 
higher speeds). Vortex meandering imposes an uncertainty in the location of the LDV measuring 
volume with respect to the vortex center. This uncertainty is most important in the core region, 
where velocity gradients are steepest. The mean deviation of velocity measurements, taken while 
the vortex meandered, will be deceptively higher than that represented by the true unsteadiness 
at a point in the vortex. The indiscriminate averaging of the data will give results containing the 
relatively large uncertainties caused by the vortex movement. Previous investigators (refs. 2, 6, 
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7, and 8) have attempted to overcome the meandering problem by scanning rapidly through the 
vortex with hot wires or LDV, combined with conditional sampling based on a visual tracking of 
the vortex core. For the present preliminary study, no attempt was made to correct for vortex 
meandering; rather, an evaluation was made of the meandering behavior and its effects on the 
vortex measurements. 

For eight measurement locations along a normal line traversing close to the vortex core, the 
velocity histories of each of the 1000 particles sampled are shown in figures 11(a) and 11(b). The 
particle velocities are plotted in the same order as received by the counter, and thus the abscissa 
can be viewed also as “pseudo” time. Note that since the acquisition data rates varied between 
measurement points, the pseudo time scales on the abscissas are different. An approximate 
data rate of 200/sec was obtained for a point outside the vortex core, inferring a lapse time of 
5 sec/ 1000 samples. Inside the vortex core the data rate dropped to about 3/sec (caused by 
particles impelling outward by centrifugal force and leaving the core with low particle density), 
resulting in an aquisition time of about 6 min/1000 samples. 

The velocities are plotted in dimensionless form with the same scales to allow ready compar- 
ison of absolute magnitudes of the meandering effects. Each sample velocity was connected by a 
straight line to the adjacent sample velocity, allowing easier identification of any noise “spikes” 
which may significantly affect calculated turbulence intensity values. The meandering appears to 
be random with a characteristic frequency much lower than that of the apparent true turbulence. 
As the vortex core, a region of high-velocity gradients, is approached from the far field, the ef- 
fects of vortex meandering increase. Near the center of the core the combination of low particle 
density at the low velocities, high-velocity gradients, vortex meandering, and finite-measuring 
volume size results in measurements that have the appearance of an especially high turbulence 
intensity. The low-frequency unsteadiness in the velocities, heretofore assumed to be caused by 
vortex meandering, may also be caused, in part, by unsteadiness in the vortex itself. The true 
magnitude of the vortex unsteadiness can be resolved only after effects of vortex meandering are 
eliminated. 

The relative trends in vortex meandering and turbulence for the results at Rcc = 1.61 x 10® 
are similar to those at Rcc = 1.02 x 10® (compare figs. 11(a) and 11(b)). Figure 11(b) also shows 
intermittent and random spikes, many extending ofl?' the boundaries of the graphs. These spikes 
indicate large deviations from the mean. Later, separate experiments showed that reducing the 
amplifier gain on the photomultiplier signal will eliminate these spikes completely, indicating that 
the spikes are caused by noise in the signal and do not represent true particle velocities. Further 
analysis of the effects of the spikes show that although they make up typically less than 2% of 
the accepted samples and do not significantly alter the true mean, they may significantly affect 
the calculated turbulence intensities. 

To remove the effects of noise spikes in the higher Reynolds number runs {Rce = 1.61 x 10®) 
all data which fell outside a ±3 ct band about the mean velocity at each measurement location 
were excluded from the calculation of the mean and turbulent quantities. The scheme was also 
applied to the Rcc = 1.02 X 10® results, but showed no significant change in either the mean or 
turbulent quantities. 

The rms of the spanwise component of the normal Reynolds stress (or turbulence intensity), 
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y is shown in figure 12 in the nondimensionalized form to the free-stream velocity. (A new 
coordinate axis, z', is introduced, which is colinear with the z axis, but with the origin shifted 
to lie at the vortex center, the location of which was estimated from the experimental results.) 
The results for the two Reynolds numbers have the same turbulence intensity distribution. The 
level of turbulence appears to be the highest in the core, which is in direct contrast to hot-wire 
measurements by Corsiglia et al. (ref. 2) and Tung et al. (ref. 1). The results suggest higher 
turbulence outside the core region with laminar-like fiow within the core. The effects of vortex 
meandering may be the main cause of the appearance of high turbulence in the core. Hot-wire 
measurements probably give a truer indication of the core turbulence because of the inherent real- 
time measurement feature; the slower vortex meandering affects only the mean measurements. 
Turbulence measured with LDV is statistically determined over a long time period, and thus 
will include vortex meandering effects. This leads one to accept the laminar-like vortex core 
indicated by the hot-wire approach as the most probable case. In the region far from the core, 
the turbulence level reaches a constant value, and more closely represents the true turbulence 
since meandering effects are small in this region of low- velocity gradients. 

Comparison with Previous Experiments 

Comparisons with the results of Chigier et al. (ref. 6) and Orloff (ref. 8), are shown in 
figure 13. The peak velocities measured with a scanning hot wire by Chigier fall well below the 
LDV measurements of Orloff and the present study. The reason for this discrepancy is not clear. 
(Corsiglia et al. (ref. 2) later modified their scanning hot-wire technique and made measurements 
on the same wing, but did not present any results closer than 10 span lengths behind the trailing 
edge.) It should be noted that conditions were slightly different in references 6 and 7 from those 
of the present study. The wing-aspect ratio was 5.34 compared to the present ratio of 5.0, and 
the measurements of references 6 and 8 were made at an axial distance of 2.0 chords downstream 
of the trailing edge, as compared to the 1.6 chords used in the present study. The results in figure 
13 have been extrapolated to 11°, from Orloff’s 10° and 12° and Chigier’s 12° data, assuming the 
velocity data linearly approach zero as a approaches zero. The differences in test conditions may 
explain the small deviations between the LDV results (ref. 8 and the present study), but are not 
likely to be sufficient to explain the poor agreement with the hot-wire results. 

The peak velocities measured by Orloff appear to be about 10% higher than those of the 
present study. In an attempt to escape the effects of vortex meandering, Orloff used a scanning 
LDV for his measurements and retained only the scans which visually traversed the vortex center. 
With this approach, only the data which gave the highest values of peak velocity may have been 
retained. This limited approach may explain much of the difference between these two sets of 
results. Upon reexamination of the velocity histories in the present study (fig. 12), one might 
justify an increase in the peak velocity of 5 to 10% by accepting only the higher values, say 5% 
of the data, as representative of measurements along a line passing through the vortex center, 
and disqualifying the remaining 95% on the basis of suspected vortex meandering. This approach 
would be somewhat analogous to Orloff’s acquisition method by conditional sampling. If this 
argument is used, agreement between the two sets of LDV results would be quite satisfactory. 

Curve Fitting 

The results of the present study can be conveniently represented by the expression (from ref. 

9 ) 
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Ve Tq/cFoo r (r/c)^ 

Voo 27r(r/c) [(r/c)2 + (ao/c)2_ 


where ao is the vortex core radius, defined as the distance to the maximum tangential velocity, 
and r is the radial coordinate from the vortex center. (Note that the cylindrical coordinate, r, 
rather than the cartesian coordinate, z’, will be used in the analytic representations of the vortex, 
where the flow is assumed to be axisymmetric.) The values of Fq/cVoo = 0.32 and uq/c = 0.050 
were empirically chosen to best fit the results, especially the peak velocity (fig. 13). This curve 
was fitted particularly to the half of the vortex on the suction side of the wing since it was felt 
that this side would better approximate the behavior of the fully developed, axisymmetric vortex. 

The distribution of circulation based on the measured velocities toward the suction side of 
the wing are shown in figure 14. The circulation is normalized to the average far-field circulation, 
in this case To = 0.33 for the Rce = 1.02 x 10® results, and To = 0.31 at Rcc = 1.61 x 10®. 
(These values will be seen to be 90 and 96% of the maximum bound circulation, as mezisured 
by G. G. Morehouse (U.S. Army Aeroflightdynamics Directorate, unpublished data of pressure 
measurements of a NACA 0015 semispan, 1970).) The curve fit in figure 14 is based on equation 
(la) 


2^rV, ^ ^ [r/cY 

To To (r/c)2 + (ao/c)2 

and agrees well with experiment in the core and turbulent mixing region, while only fair agreement 
is obtained in the transition and irrotational regions (a curve fit using the proposed equations of 
Tung et al. (ref. 1)) also faired well in the core and logarithmic mixing regions, but did not give 
a better fit in the outer regions, regardless of the choice of coefficients). 

An interesting characteristic evident in figure 14, but not obvious in figure 13, is the jump 
in circulation at about r/c = 0.34. A similar behavior was also reported by Tung et al. (ref. 1), 
who reasoned the cause to be from the vorticity sheet spiraling into the vortex. The significance 
of these jumps is yet unclear, and one must be careful not to overestimate their significance since 
they may be buried in the artificial scattering (also noted in ref. 1) introduced into the large- 
radius region. The large scatter in the results at a large radius is an artifact produced by the 
weighting, proportional to r, in the calculation of the circulation. Much of the scatter may arise 
from a magnification of the uncertainties in the velocity mezisurements, which may be relatively 
large in this low- velocity region, but small in absolute values. This artificial weighting of the 
scatter causes the calculation of circulation to be sensitive to the precise value of velocity. A 
conclusion may be that the circulation based on the large radius measurements should not be 
relied upon to give an accurate characterization of the vortex. 

Comparison with Analytic Predictions 

Beised on the theory of Betz (ref. 10), Rossow (ref. 11) formulated an analytic model of 
the fully developed vortex for any given distribution of spanwise loading. The theory assumes 
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a two-dimensional, inviscid, and incompressible flow with no variations in axial velocity. The 
vortex is axisymmetric and the development of the vortex is orderly and sequential, such that 
the circulation shed at the wingtip enters the vortex core, and successive adjacent segments of 
the vortex sheet trailing from the wing are eventually wrapped in a continuous manner around 
previous layers of vorticity (fig. 15). To compare the present experimental results with Rossow’s 
predictions, data were used from surface pressure measurements, on the same wing, by Spivey 
and Morehouse (ref. 5) (also reported in Chigier and Corsiglia (ref. 6)). These results, from the 
unpublished notes of Morehouse, are shown in figure 16. 

Rossow’s model gives 


r = 



( 2 ) 


where r is the radial distance required to contain all of the vorticity shed from the tip of the wing 
up to a given spemwise location, y. The circulation on the wing, at 11®, was determined from 
a linear interpolation between the 8.2® and 12.3® results of Morehouse, with the wing loading 
assumed to be zero at the tip. By neglecting the chord force, the circulation on the wing was 
taken to be 

ru»(y) 

=- = -Cscosa (3) 

VooC 2 

and is also shown in figure 16. By carrying out the operation described in equation (2), the 
dependence of the vortex radius on the wingspan location can now be determined (fig. 17). The 
vortex velocity profile corresponding to the empirical-curve fit (eq. 1) is shown for reference. Note 
that the Rossow model suggests a rather rapid roll-up of the immediate wingtip vorticity sheet 
into the vortex core and mixing regions. 

The tangential velocity in the developed vortex is given by 


Ve = 


r.(r) 

27rr 


( 4 ) 


where the local circulation in the vortex, Fv, can be related to that on the wing, Fu,, by the 
expression 


r.(rM) = r„(y) (5) 

provided the r(y) dependence (governed by eq. (2)) is imposed. 

Comparison of the predictions with the experimental results (fig. 18) shows excellent agree- 
ment in the region far from the core, where viscous effects diminish and circulation approaches 
a constant value {V$ « 1/r decay). Within the core region, agreement rapidly diminishes, and is 
no doubt due to the failure of the inviscid model to account for the dominating viscous effects 
caused by the high shear. Note that the vortex sheet issuing from the outermost span of the 
wing (where station corresponds to a distance of only one-half chord along the span) has already 
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rolled up inside the 1/r decay region to compose a majority of the vortex structure. This effect 
indicates that the inner regions of the vortex depends strongly on the wingtip conditions. 


CONCLUSIONS 


Laser Doppler velocimetry measurements have been successfully made of the tip vortex, 
induced by the flow over a semispan wing in the U.S. Army Aeroflightdynamics Directorate 7- 
by 10-Foot Wind Tunnel. The results demonstrate that a backscatter LDV can be operated at a 
distance of 2200 mm using a traversing focusing lens. Velocity measurements were found to agree 
reasonably well with those of previous studies. 

Vortex meandering was found to be a significant problem which must be circumvented 
through conditional sampling to reduce the introduction of artificial turbulence into the mea- 
surements. 

The analytic inviscid predictions of Rossow agree well with the experiments outside the 
vortex core, but do not accurately model the viscous core region. The model, as applied to 
the experimental conditions, indicates a strong dependence of the core region on the immediate 
wingtip region. 
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Figure 4.- LDV data-aquisition system. 
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Figure 6.- Contours of constant spanwise velocity, VyfVoo] V’oo = 35.2 m/sec {Rcc = 1.02 x 
10®). The shaded region represents the projection of the wing onto the measurement grid, viewing 
upstream. 





TR 


i 

f 


I 


I 

I 

! 


j 


i 

I 

i 

1 

I 

Figure 

! [Rtc = 1.02 

i 

I 

1 


SPANWISE DIRECTION, y 






I 

I 


i 

1 



NORMAL DIRECTION, z'/c 


Figure 9.- Profile of spanwise velocity Vy along a normal line passing newest to the vortex 
center. 
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Figure 11.- Spanwise velocity histories showing magnitudes of turbulence and vortex me- 
andering. The abscissa represents a pseudo time with a time scale which depends on the data 
rate. 
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Figure 13.- Comparison with previous experimental results and curve fit. 
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Figure 14.- Distribution and curve fit of circulation based on the measured velocities along 
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wing’s suction side. 




28 





i 

.1 



Figure 17.- Predictions of vortex roll-up using Rossow model (Eq. 2) and wing-loading 
distribution of figure 16. 
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Figure 18.- Comparison of Rossow model with present experiment and line vortex. 
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